FEE SCHEDULE 

To Open or Occupy a Public Way 


Town of Arlington 

Engineering Department 


i ) 


WORK DESCRIPTION 


APPLICATION PERMIT 

FEE FEE TOTAL 


WORK DESCRIPTION 


APPLICATION PERMIT 

FEE FEE TOTAL 


OCCUPANCY OR CROSSOVER $ 50.00 

NO PERMIT REQUIRED FOR CROSSOVER AT DRIVEWA YS 

$ 

$ 

50.00 

DRIVEWAY R&R 

$ 

50.00 

$ 

$ 

50.00 

CURB CUT 

$ 

50.00 

$ 

- $ 

50.00 

SIDEWALK R&R 

$ 

50.00 

S 

$ 

50.00 


|BORING / per each j 50.00 $ 100,00 $ 150.00 [ 


WATER 

CUT AND CAP 1 $ 

50.00 

$ 

100.00 

$ 150.00 

SERVICE RENEWAL 2 $ 

50.00 

$ 

300.00 

$ '^250.0(L 

NEW SERVICE 3 $ 

50.00 

$ 

300.00 

$ 350.00 

1 1. FEE IS FOR DISCONNECT ONLY-RECONNECT WILL REQUIRE APPROPRIATE PERMIT \ 

2. ADDITIONAL FEE INCLUDES 1 ROLL-3/4 COPPER. 

SIZES OTHER THAN 3/4 WILL BE 

SUPPLIED BY APPLICANT AND FEE STILL CHARGED 

SIZES OTHER THAN 3/4" 

REQUIRE 

ADDITIONAL TAPPING FEE 





3. SAME AS RENEWAL NEW SERVICE WILL HAVE ADDITIONAL TAPPING FEE \ 


TAPPING 1 

RENEWAL OF 3 14" 2 

$ 


$ 


$ 


3/4" 

$ 

50.00 

$ 

100.00 

$ 

150.00 

1" 

$ 

50.00 

$ 

100.00 

$ 

150.00 

2" 

$ 

50.00 

$ 

200.00 

$ 

250.00 

4" 3 

$ 

50.00 

$ 

400.00 

$ 

450.00 

6" 3 

$ 

50.00 

$ 

600.00 

$ 

650.00 

OTHER 3 

1. ALL TAPS PERFORMED BY APPROVED CONTRACTORS 

2. INCLUDED IN SERVICE COST (3/4 TAP ONLY) 

3. WILL NEED PLAN APPROVAL PRESSURE TEST, 

CHLORINATION, DECHLOR REQUIRED \ 


SEWER 

CUT AND CAP 1 

$ 

50.00 

$ 

100.00 

$ 

150.00 


REPAIR OR RENEW 

$ 

50.00 

$ 

ibo.bo 

$ 

150.QA 


NEW 6" SERVICE 

$ 

50.00 

$ 

200.00 

$ 

250.00 


NEW SERVICE OVER 6" 

$ 

50.00 

$ 

300.00 

$ 

350.00 

1. FEE IS FOR DISCONNECT ONLY - RECONNECT WILL REQUIRE APPROPRIAIE PERMIT 


DRAIN 

SUMP PUMP CONNECT 1 $ 

50.00 $ 150.00 

$ 

200.00 

SUMP PUMP CONNECT 2 $ 

50.00 $ 250.00 

$ 

300.00 

1 1. FEE FOR NO STREET EXCAVATION. SIDEWALK OR SHOULDER ONLY 



12. FEE INCLUDING STREET EXCAVATION 





GAS REPAIRS' 

$ 

50.00 

$ 

50.00 

$ 

100.00 

REPAIRS 2 

$ 

50.00 

$ 

100.00 

$ 

150.00 

NEW SERVICE 

$ 

50.00 

$ 

100.00 

$ ■ 

150.00 

RELAYS 

$ 

50.00 

$ 

100.00 

$ 

150.00 

1. EXCAVATIONS UP TO AND INCLUDING 25 SQUARE FEET 

2. EXCAVATIONS OVER 25 SQUARE FEET 


OTHER 

UTILITIY REPAIR 1 $ 

50.00 

$ 

50.00 

$ 

100.00 

UTILITIY REPAIR 2 $ 

50.00 

$ 

50.00 

$ 

100.00 

UTILITIY REPAIR 3 $ 

50.00 

$ 

100.00 

$ 

150.00 

ALL UTILITY EXTENSIONS 4 $ 

50.00 

$ 

100.00 

$ 

150.00 

1. FEE FOR NO STREET EXCAVATION. SIDEWALK OR SHOULDER ONLY 

2. EXCAVATIONS UP TO AND INCLUDING 25 SQUARE FEET 

3. EXCAVATIONS OVER 25 SQUARE FEET 

4. FEE FOR FIRST 100 LINEAR FEET - $1.00/ FOOT ADDITIONAL OVER 100 LF 


ALL OTHER EXCAVATIONS 1 $ 

50.00 

$ 

50.00 

$ 

100.00 

2 $ 

50.00 

$ 

50.00 

$ 

100.00 

3 $ 

50.00 

$ 

100.00 

$ 

150.00 

1. FEE FOR NO STREET EXCAVATION. SIDEWALK OR SHOULDER ONLY 

2. EXCAVATIONS UP AND INCLUDING 25 SQUARE FEET 

3. EXCAVATIONS OVER 25 FEET 


NOTES: 

A) ABOVE FEES ARE BASED ON 100 LINEAR FEET OF INSTALLATION, OVER 100 LF IS 

ADDITIONAL $1.00/LF _ __ 

B) ABOVE FEES ARE FOR STREETS PAVED OVER 5 YEARS, ADDITIONAL REQUIREMENTS 

ON EXCAVATIONS IN S TREETS PAVED UN DER 5 YEA RS _ _ 

C) UTILITIES AND CONTRACTORS ARE REMINDED THAT AN ADDITIONAL "TREN£H-£ERMIT" 
IS REQUIRED FOR ALL APPLICABLE EXCAVATIONS. TRENCH PERMIT FEE IftjiSO.O o) 


Rev : 3/09 




